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Abstract 

Prinnary aortodigestive fistulas (PAFs) are a rare cause of gastrointestinal bleeding, with 
an incidence of 0.04-0.07% in autopsy series. The diagnosis of PAF is difficult and should 
be considered in patients with gastrointestinal hennorrhage of obscure origin. Because of 
its high nnortality rate, clinical recognition of prodronnal synnptonns for early diagnosis is 
crucial for effective treatnnent. We report on the case of a 79-year-old patient with a PAF 
who was adnnitted for hennatochezia and nnelena. The PAF was suspected during upper 
gastrointestinal endoscopy and confirnned by CT angiography. 



Introduction 

The diagnosis of primary aortodigestive fistulas (PAFs) is often difficult and should 
always be considered in elderly patients with gastrointestinal bleeding. Whereas PAFs are 
a rare and often fatal cause of gastrointestinal hemorrhage [1,2], secondary aortodigestive 
fistulas are uncommon but very important complications of previous abdominal aortic 
reconstructions that can occur months to years after aortic surgery [3, 4]. In the primary 
form, fistulas are nearly always associated with abdominal aortic aneurysm that causes 
progressive erosion of the bowel wall and finally blood irruption into the gut lumen. In 
both primary and secondary aortodigestive fistulas, the clinical manifestation is always 
upper gastrointestinal bleeding [3]. A high index of clinical suspicion combined with 
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rapid imaging is required because a favorable outcome exclusively relies on prompt 
radiological or surgical management. 

We report on the case of a PAF that was suspected during upper gastrointestinal 
endoscopy performed in a patient presenting with melena and hematochezia. 



Case Report 

A 79-year-old patient was admitted for melena and hematochezia that had started several days 
before admission without any abdominal pain. His previous medical history included hypertension 
treated by beta blockers. He was an active smoker (one pack per day, 40 pack years), but otherwise in 
good health. His current medication consisted of aspirin 100 mg daily and atenolol. 

The patient was admitted to the emergency department due to general weakness. At admission, 
blood pressure was low (85/65 mm Hg), heart rate was 80 per minute and hemoglobin was 122 g/l. 
Blood pressure rose to 1 10/70 mm Hg after infusion of 1 liter of normal saline and remained stable 
overnight with hemoglobin at 1 10 g/l and no further clinical signs of ongoing gastrointestinal bleeding. 
Suddenly, 24 h after admission, significant hematochezia started with transient hypotension and 
tachycardia, from which the patient recovered spontaneously. Based on his current condition, the first 
postulated diagnosis was colonic diverticular hemorrhage. A colonoscopy was performed and showed 
fresh blood in the right colonic angle and more blood coming upstream to this area, suggesting that the 
source of bleeding was located in the upper part of the intestinal tract. Therefore upper gastrointestinal 
endoscopy was immediately performed. No blood was found in the upper digestive tract, but in the 
third portion of the duodenum a small lesion with a black edge suggestive of a small crater-like 
perforation without any sign of active hemorrhage was found ( fig. 1 ). A CT angiography scan showed 
an infrarenal aortic aneurysm with air inside the aneurysm (fi g. 2 ). The patient underwent immediate 
surgery for aortic repair using graft prosthesis and patch on the duodenal fistula opening. 

Postoperative evolution was favorable and the patient was discharged from hospital at day 28. Forty 
days after initial surgery the patient was readmitted for a new episode of melena. Upper gastrointestinal 
endoscopy was performed and showed a pulsatile bleeding in the third part of the duodenum that was 
clipped endoscopically (fi g. 3 ). A CT angiography scan revealed a periprosthetic collection with air and 
a likely recurrence of the aortoduodenal fistula without extravasation of contrast agent from the 
vascular lumen. The patient underwent a second laparotomy; the periprosthetic collection corresponded 
to an abscess and was drained. Macroscopically, the initial duodenal patch was intact and a new 
duodenal perforation was found 4 mm above the duodenal patch. The site of the duodenal perforation 
was in contact with the periprosthetic abscess. The visceral surgeon decided for a duodenojejunectomy 
with a duodenojejunal end-to-end anastomosis. After an initial good recovery from surgery, the patient 
suffered a cardiac arrest with electromechanic dissociation on day 8 and deceased after unsuccessful 
resuscitation. The cause of death was a rupture of the aortic prosthesis as revealed by autopsy. 



Discussion 

The incidence of PAFs has been reported to vary between 0.04 and 0.07% in large 
autopsy series [1, 5, 6]. Sixty to eighty- five percent of all PAFs complicate aortic 
aneurysms that result from atherosclerosis [5]. Fistulas between vessels and the digestive 
tract can also occur in other contexts (tumors, infections, foreign bodies, radiation, ...) 
but are less frequent [5]. Secondary vascular-enteric fistulas are far more frequent than 
primary fistulas (incidence 0.5-2.3%) and are due to previously implanted vascular 
prostheses [6]. 

As mentioned above, the diagnosis of a PAF is difficult and should be considered in 
patients with gastrointestinal hemorrhage of obscure origin. The classical presentation 
including the triad of gastrointestinal hemorrhage, abdominal pain and pulsatile mass is 
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not always present. In fact this clinical presentation occurs in less than 25% of cases [7]. 
However, this diagnosis must be suspected when a patient known for an aortic aneurysm 
presents with gastrointestinal bleeding. The most frequent clinical presentation consists 
in prodromal slight gastrointestinal bleeding that precedes massive hemorrhage and 
exsanguination. Intermittent herald bleeding can occur when a thrombus closes 
temporarily the fistula as described here. Upper gastrointestinal endoscopy can be useful 
to exclude other potential causes of gastrointestinal bleeding and can also reveal blood in 
the duodenum coming from an extrinsic pulsatile mass. Endoscopic findings such as the 
opening of the fistula is exceptionally rare. CT angiography scan is best suited for 
detection of arteriovisceral fistulas despite its variable sensitivity and specificity [8]. 
Ectopic air close to or in the aorta is the predominant CT finding in PAF. Even if not 
routinely performed, abdominal ultrasonography may be useful in unstable patients or 
when contrast agents are contraindicated. Angiography defines individual vascular 
anatomy and is useful for surgical planning of aortic reconstruction. Standard treatment 
includes surgical repair of the aortic aneurysm and fistula correction. 

With appropriate treatment variable survival rates have been reported in the literature, 
ranging from 18 to 93% [6]. In cases of PAF from aortic aneurysm and no evidence of 
infection, aortic repair with graft, coupled with repair of the duodenum and placement of 
omentum between intestinal and vessel repair is a good option [6]. Indeed, in situ graft 
aortic replacement can be considered if the level of contamination is mild [6]. If PAF 
remains untreated, the mortality rate is up to 100%. 



Conclusions 

PAF is a rare complication of aortic aneurysms and a rare cause of gastrointestinal 
bleeding. However, because of its high mortality rate, it must be suspected in patients 
known to have an aortic aneurysm. Clinical recognition of prodromal symptoms for early 
diagnosis is crucial for rapid and effective treatment. Recognition of the prodromal bleed 
of a PAF prior to massive hemorrhage is difficult and can be unspecific. However, 
important hematochezia concomitantly associated with hemodynamic instability, as 
featured in our case, is suggestive of an ongoing PAF. Upper gastrointestinal endoscopy 
and CT angiography are essential for diagnosis. 




Fig. 2 . CT angiography, a, b Ruptured and partially thrombosed aortic aneurysm with air inside the 
aneurysm lumen (big arrows) and adjacent duodenum (small arrow). 
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Fig. 3 . Endoscopic image of the duodenum, a View of a secondary duodenal fistula (arrow) due to 
postoperative graft infection, b View after clipping. 
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